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2.131(b)(1) 

HANDLING OF ANIMALS. 

At the time of inspection the calf was walked through an area with many hazards, including a manure conveyor 
apparatus where the calf had previously scraped her head, causing a two inch abrasion, and electrical wires on the 
wet ground which the calf walked over. Upon returning to the barn, the calf walked unattended into a utility room 
that contained many hazards, including bottles of bleach, and other cleaning supplies within reach of the calf. 
Another risk for the elephant calf is that of infection, and the biosecurity measures in place at the time of inspection 
were limited and not adequate to prevent her from the risk of exposure to pathogens. 

All animals must be handled in a manner that does not cause them harm, and that safeguards their well-being. 
From this time forward all animals shall be handled in a manner that safeguards their welfare, including appropriate 
planning to address the logistics and staffing issues to handle reasonably foreseeable contingencies. 

Correct prior to movement of any animals. Biosecurity measures had also been increased at the time of the exit 
briefing 


This was a focused inspection to address a recent elephant birth. 

The elephant inspected was "baby" the infant calf born on 31 May 2017. 

The inspection was conducted on 11 -July 2017-12 July 2017 with elephant care staff, elephant care manager, 
attending veterinarian and the Pittsburgh Zoo President & CEO. 

The exit briefing was conducted 13 July 2017 with the elephant care manager, attending veterinarian and the 
Pittsburgh Zoo President & CEO. 



Digitally signed by MICHAEL NEAFSEY 

DN: c=US, o=U.S. Government, ou=Department of 


Prepared By: 


Date: 2017.11.09 15:13:23 -05'00' 


NEAFSEY MICHAEL USDA, APHIS, Animal Care 


Date: 

09-NOV-2017 


Title: VETERINARY MEDICAL OFFICER 6094 


Received By: 


DR. BARBARA BAKER 


Title: 


PRESIDENT & CEO 


Page 1 of 2 


Date: 

09-NOV-2017 







MNEAFSEY 


USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Service 

Inspection Report 


2016082568951263 Inspjd 


Additional Inspectors 

Smith Pamela, Veterinary Medical Officer 


Prepared By: 

Title: 

Received By: 


MICHAEL NEAFSEY 


Digitally signed by MICHAEL NEAFSEY 

DN: c=US, o=U.S. Government, ou=Department of 

Agriculture, cn=MICHAEL NEAFSEY, 

0.9.2342.19200300.100.1.1 =12001003189222 
Date: 2017.11.09 15:13:46 -05'00' 


NEAFSEY MICHAEL USDA, APHIS, Animal Care 
VETERINARY MEDICAL OFFICER 6094 


DR. BARBARA BAKER 


Date: 

09-NOV-2017 


Title: 


PRESIDENT & CEO 


Page 2 of 2 


Date: 

09-NOV-2017 






